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the height of the wall, and the open verandah or the plat-
form all around the temple should be made of a quarter part
of the height of the terrace in breadth. The indents on
both sides of the temple should be of a fifth part of the
length of the adytum in breadth. Again an indent should
be left out which would measure such a fifth part. The
essentials described above are what should be complied with
in building divine edifices in general.

Now I shall deal with another class of divine structures
which are usually constructed in proportion to the lengths
of the images of their inmate deities. The Peetka or the
pedestal of the image should be made commensurate with
the length of the latter and the adytum should be made,
O Sounaka, of twice that length. The walls should be of
equal length with the latter, while the plinth should be made
half as much broad as the adytum. O Sounaka, the pinnacle
should have twice the height of the plinth and the vault of
the temple should be made so as to cover the entire space
occupied by the pedestal and the adytum combined, the
indents having been left aside to the measure previously
directed,

O Sminaka, I have described the characteristic measuics
of temples which are built in proportion to the dimensions
of images of their inmate deities. I shall presently deal with
a class of divine edifices which are constructed in measures
proportionate to those of their door-frames. A measure
of four forearms should be divided into eight equal parts
which would be the measure for the breadth of the door,
or the same might be made of twice that breadth. The
upper part of the door, like the upper part of the pedestal,
should be perforated with holes, as the upper part of the
door would be taken in by the wall to the length of a pada
measure. The plinth should be made twice as much broad
as the door and the terrace or the pinnacle part of the temple
should be mftde of twice chat measure. The vault should be